Illegible Serial, 11/25/63 ,ASSAS3INATI OK OF PRESIDENT JOHN F. 
LaNi iehjr NOVHmHLR 22,1963, DALLAS , HDL&S," in paragraph 2 says 
"two cartridge cases... had been fired in the-.rifle,” LHO's. 
^hisj is far less than the FBI knew then. Empty case work 
showed prior chambering cf the shells. 
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